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Memorandum 



to : Assistant Director for Operations date: 6 February 1963 


from : Chief, Foreign Documents Division 


subject: FDD Monthly Progress Report - January 1963 
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25X1 A 


Ch ief, ADP Staff and Chief. FDD gav e presentations to 
Messrs, during the month on 


the IBM Stenowriter/MT system and FDD plans to use it. 


At a meeting with representatives of Foreign Technology 
Division on 21 January, Chief, FDD proposed an arrangement 
whereby FDD would post-edit 500 words of Air Force machine 
translation for every 1000 words of Russian text machine- 
translated by Air Force for FDD, At month’s end FDD was await- 
ing FTD response to the proposal , 


With the approval of the Committee on Exploitation of 
Foreign Language Publications the formerly unclassified 
edition of the Consolidated Translation Survey is now issued 
For Official Use Only. Tills applies to the December 1962 
and subsequent issues. 


In response to recommendations from the several intelligence 
components concerned with international communism, all trans- 
25X1 A lated material, regardless of origin, which is pertinent to 


Contact Division has agreed to FDD use of its teletype 
, facilities for communications with Foreign Technology Division, 
Wright-Patterson Air Force Base, Dayton, Ohio. 
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SUBJECT: FDD Monthly Progress Report - January 1963 


Special Reports published by the Division during the 
month : 


Names and Locations of Soviet Oil and Gas Deposits - 
25X1 A SECRET | 


25X1 A 


Information on the Social Security System in 
Bulgaria - SECRET 


Status and Activities of Prominen t Scientists in 
Communist China in 1962 - SECRET 


25X1 A 


Enclosures : 

1, Statistical Report 

2. Details of personnel actions 
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